ELECTIONS-Cont'd
Primary
Absentee voting blanks, print-
ing 1622
Hours polls open, Ware Shoals
club   district,  Greenwood
County 1760
Qualifications for membership
vote 1742
State convention of political
parties provide qualifications
for membership vote in 1742
ELECTRICIAN      AND    ENG I-
NEER
Appropriation 687, 2002, 2029
ELECTRICITY
See Rural Electrification; also see
Electrical Utilities
See Rural Electrification also
(1937)
Electric power owned by state, sale
-see 1936 Acts, page 1779
(1938)
Electric utilities-see Electric Utili-
ties
Hydro-electric project, Greenwood
County condemn property for, at
Buzzard R o o s t, Greenwood,
Laurens and Newberry Counties
1611
Orangeburg-Aiken hydro - electric
commission
See Orangeburg-Aiken Hydro-
Electric Commission
Rules and regulations for electric
utilities 3003
ELECTRIC LANTERNS
Trainmen use, switch and move
certain trains 1621
ELECTRIC UTILITIES
(1937)
Appeal to supreme court 493
Not abandon service until or-
dered by supreme court if ap-
peal made 493
Application for service at point not
near service line, terms furnish
service 1493
Application for service when debt
due for prior service 1493
Debt due for prior service, refuse
accept application, when 1493
Electric energy, contracts by mu-
nicipalities for wholesale pur-
chase, regulations 148

ELECTRIC UTILITIES-Cont'd
Power tax, not apply to power fur-
nished by generating plant to in-
dustrial corporation, when such
industrial corporation own and
operate such plant 610
Public service commission
Appeal to supreme court 493
Not abandon service until
ordered by supreme court
if appeal made 493
Rates, commission approve 1493
Not abandon service until or-
dered by suoreme court if ap-
peal made 493
Service
At point not immediately adja-
cent to service line, terms
furnish 1493
Debt due for prior, payment
1493
Not abandon service until or-
dered by supreme court if ap-
peal made 493
(1938)
Accidents 3005
Bill forms 3005
Complaints 3005
Consumers and guarantee Payment
of bill, deposits from 3010
Consumers, information for 3005
Lighting, incidental, in connection
with power service 3009
Maps 3011
Meters, meter test3 and records 3006
Accuracy 3007
Adjustment of bills for error
3008
Determining average error 3006
Location 3006
Operation 3009
Readings 3005
Replacement of 3011
Slow 3009
Standard frequency 3009
Testing facilities 3006
Test on request of consumers
3008
Tests 3007
Voltage surveys and records
3010
Overhead crossings of light and
power transmission lines and tele-
graph* and telephone lines over
3012
Plant and equipment, inspection of
3005
Rate schedule 3012
Record and reports 3004
Rules and. regulations for electric
service 3003
Service
Changes in location of 3011
Discontinuance 3010


